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E.O. 11652: N/A 

TAGS: SENV, UNEP, CSCE, ECE, XH 

SUBJECT: POTENTIAL UNEP GOVERNING COUNCIL RESOLUTION ON 
ECE HIGH LEVEL ENVIRONMENT MEETING 

REF: NAIROBI 7237 (NOTAL) 

1 . SOVIETS ATTEMPTING IN DRAFT RESOLUTION REPORTED REFTEL 
(WHICH DEPARTMENT IS REPEATING TO POSTS NOT ORIGINALLY 
ADDRESSEES) TO OBTAIN STRONGER COMMITMENT THEN THEY 
ACHIEVED IN GENEVA AT ECE PLENARY FOR MEETING AND TO 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 
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BROADEN CONCEPT OF HIGH LEVEL MEETINGS OUTSIDE FRAMEWORK 
OF ONGOING ECE WORK. 

2. IN VIEW OF SENSITIVE STATE OF PLAY ON THIS SUBJECT IN 
GENEVA, WE BELIEVE IT HIGHLY INAPPROPRIATE FOR UNEP TO 
ENDORSE SUCH A DRAFT. CONSULTING WITH OTHER NATO 
REPRESENTATIVES FIRST, AND THEN WEO GROUP, USDEL SHOULD 
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SUPPORT WHAT WE ASSUME WILL BE EC-NINE OPPOSITION TO THE 
RESOLUTION. FYI: A BLAND, "TAKING NOTE WITH INTEREST" 

OF THE DEVELOPMENTS IN THE ECE ON ENVIRONMENT WOULD BE 
MAXIMUM THAT WE WOULD FIND ACCEPTABLE IN ANY UNEP 
RESOLUTION. END FYI. PLEASE REPORT FURTHER DEVELOPMENTS. 

VANCE 


LIMITED OFFICIAL USE 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: ENVIRONMENT, RESOLUTIONS, MEETINGS, EXECUTIVE COUNCIL 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 12 may 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE121804 

Document Source: CORE 

Document Unique ID: 00 

Drafter: WHDAMERON/RTB 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780202-1130 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780563/aaaacbhe.tel 

Line Count: 69 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 5c2d969f-c288-dd11-92da-001cc4696bcc 
Office: ORIGIN EUR 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: 78 NAIROBI 7237 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 27 apr 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2703903 
Secure: OPEN 
Status: NATIVE 

Subject: POTENTIAL UNEP GOVERNING COUNCIL RESOLUTION ON ECE HIGH LEVEL ENVIRONMENT MEETING 
TAGS: SENV, PORG, XH, UNEP, CSCE, ECE 
To: NAIROBI 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/5c2d969f-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



